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Corrections 


Corrections 


Page 

Contents 

AS-IS 

TO-BE 

Reason 



Version 

151127SU 

151207SU 



5p 

Spindle > 

Built-in Spindle Optimized for Cutting Molds 

fanuc 

Specifications 


2015-12-07 

6p 

Feed Axes > Stable and Fast Feed Shaft Structure 

- 

Additional 200mm (7.9 inch) Y-axis for table self- 
cutting & extended cutting area. 

add 

7p 

Magazine and Table > Tool Magazine > 
Max. tool diameter 

125/200 (4 .9/7.9) 

125/220(4.9/8.7) 

Correction 


8p 

Standard / OptionalSpecifications 

XN/A 

Delete 

No Content 


14p 

Machine Specifications > ATC > Max. tool diameter 
[w/o adjacent tool] 

125 [200] (4.9 [7.9]) 

125 [220] (4.9 [8.7]) 

Correction 

2015-12-18 


Version 

151207SU 

151218SU 


4p 

Foundation > Machine Foundation* 

- 

addition of content 

add 




